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1. @ ca. oil wells igonter, in area 20 on Sketch Map No. 1, QitGre pp lenly 


andoned because 


2. Fhe seal of] drawn from these wells is conducted ae an andéeeround fants 
oe 9) an underground pipe. The crude of1 is pumpéd through the 
(easing 1) of aes well into an underground pipe which descends 
Se othe» Pais one branch which leads to two steel tanks (No. 18) 
aa paack wiseh “Leads to the underground tank. When the steel tanks 
ranch leading to them 4s closed with a valwe; and the oil then 
rege tute ae Wiergromtt tank. 


3. Ivan Genen, the director of the ozocerite mill and mine,is also the director 
ef the electric power generator, No. 13. He receives instructions and orders 
fren the ctty of F . fhe ozocerite mill utilizes steam pOwer. ‘The power 
piant bas four boilers, which burn on crude oil. 


&, Informant. says that the oil field supplide fuel ofl for the entire town of 
@horen, fncluding the ogzocerite mill, the suburbs, and the town bakery. 
When the amowtt of ofl produced by the wells is insufficient, then the town 
ae well as the ozocerite mill is supplied from the city of Kokand. The 
emcunt of fuel ofl produced from the four wells in operation is about 24 tons 
a day. Most of this, 20-22 tons, is used daily by the ozecerite mill. What 
die left is used for the requirements of the town. 


5, Infermant does not know whether the copper sulphate (sic; copper sulfide ?) 
mill uses distillate or heavy oil for fuel. He says that the. fuel oi1 used 
w it is recetved exclusively from the city of Kokand. This mill has a 
Russian director who also manages the copper sufphate mine and the electric 


25X1A2g power plant (No. 12). This electric power plant has no connection with 
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tee. okt Field, ant ‘tts Hector aecclves 4 ceeaeeions and orders peaaraine 
at and the copper stihphate mill directly from Moscow. 


kers' village of Kim, which is located 12-45 meee from the 
Sty of Kentbadanm and 25 kilometers from the city of Shurab, but not on the 
endirgad Tine linking the two cities, there are oil wells and an oil refinery 
da he hilis. Oo) 


gocerite mill, No. 34, is directed From the city of Chiatov. This is 
¥5 gguciusion based on the fact that whenever the payment of. wages 
1 in the tlt “€he 0 ozocerite mine is Tate, the nenagement 
"WORE er Ss Wait Pape isoney has not yet cone From Chkalov.'| 


f ry ve ghaks ates ee She ogocerite ore is not scueverey ‘roseseed in the 
4 Shore S . ea ie | takes place in other mills or factories, 
00a: ed in the olty of Chksalov. The ore is extracted by pick and 


1d. , “of ozocerite ghipped from the peeroty falis into three cate- 
cated ay the. letters A, B, and C. “Sategory A is shipped via 
our te the interfor of the vsen. Categories Band. ¢ are sent by rail 
Wis Kokand and Tashkent to the cl ty of Ghitclov, where there is reported to 
¥e a Langer og zocerite nMll for the further processing of the ore. 


The exploitation of ihe ogocerite mines of Shorsu was begun by Bnglish 
eampanies between 19¢ 64 and ist”. After the revolution and until 1942, 
tke ayes, were aba: afoned by the. Soviet Government and remained élosed. 
Culy in iy 1942 did. the Soviets begin to exploit the mines agains 


oe ies ee the workers anpeved about 500, of whom about 180. were 

; th the mine, white the rest were engaged in. the construction of 
erory ‘wi ffding intended to house the workers in Shorsu. Work at 

the ine went on. a hours a day in three s shifts. 


dete ge the summer of att and the summer of 1948, the work at the’ itiine 
i] “stowed wp ty” fvo thi ‘th ; iret, 4y fatlure ae the electric power. 
O83 2: second, by damage to the ‘Wideteround nipes bringing water ‘Seon. 


Filege Barinduvana (sic) to Shorsu.. These pipes run underground for 
AAatence Oe AREER. Pilonebege from Rarimduvana to Shorsu. They have been 
tnugstelled for a ong €im@ and suffer frequent breaks. 


tn Shorsy.. there an. BYD officer, Yerasinko, who belongs to ‘the unit of 
the village e of aie a Re is responsible for the security of the workers. 
Whats ert ssion Pron hin, none of the workers in exile can go to Kokand 
ox Leave the vicinity of the mines. 
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“Sootnent ies ae 
NO CHANGE iy 
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